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1. STATION | | HEARD ALL PERIODS OCTOBER 19U?« FIRST PERIOD 

VERY WEAK AND WOT IN CONTACT WITH ANYONE. SECOND PERIOD HEARD S« 2 
AND SENDING SIGNAL REPORTS. 3RD PERIOD HEARD S. 5 ON PEAKS WITH LIGHT 


Q.R.M., SENDING SIGNAL REPORTS . 

2. STATION [ HEARD FIRST 2 PERIODS llj. OCTOBER 1&7, FIRST 
PERIOD HEARD S. 1 AND NOT IN CONTACT WITH ANYONE « SECOND PERIOD HEARD 


S. 3 TO S. It. AND SENDING SIGNAL REPORTS. 


THIRD PERIOD NOT HEARD ' POSSIBLY 
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